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representative of the English Church to attend the
coronation of the Czar, their choice instantly fell
upon the Bishop of Peterborough. Accordingly
he proceeded, in great splendour, to Moscow, and
he did honour to the Church of England by being
a principal feature of the show. He was not
merely one of the most learned as well as perhaps
the most striking of the foreign bishops present,
but he was unquestionably the most appreciative.
He made great friends with the popes and prelates,
and he was treated with exceptional favour. The
actual chapel where the coronation took place was
very exiguous, and the topmost potentates alone
could find room in it. It was not characteristic of
Creighton, however, to be left out bf anything, and
the other foreign representatives, to their expressed
chagrin, saw the Bishop of Peterborough march
into the holy of holies without them, between two
of the officiating archimandrites.

To those who never saw Dr. Creighton some
picture of his outward appearance may not be
unwelcome. He was noticeably tall, lean, square-
shouldered. All through his youth and early
middle-age his frame was sinewy, like that of a
man accustomed to athletic exercises, although he
played no games. His head was held erect, the
cold blue-grey eyes ever on the alert. His hair
was red, and he wore a bushy beard, which was
lately beginning to turn grizzled. The clearness
of his pink complexion and the fineness and
smoothness of his skin were noticeable quite late on